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theory side, the theory and history of music and,
on the practical side, singing and exercises for
training the voice and the ear and developing
musical appreciation; for example, exercises in
breathing, voice building and in listening.
Drawing. Drawing is taught in close relation-
ship with geometry and manual training.
Special stress is laid on the use of geometrical
instruments.
Mamial training jar Boys. This includes in-
struction in light wood work, cardboard work,
bookbinding, metal work and bench work. The
aim is not only to train the hand and eye of the
pupil, but to cultivate self-help in him. The in-
terest of the pupils is aroused by encouraging
them to make simple toys and small articles for
their own use from light wood and paper covers
for their books. They also make simple articles
for school use and take part in repairing the teach-
ing appliances. The instruction in metal work is
limited to simple projects in wire and sheet metal.
Domestic Economy /or girls. The course in-
cludes needlework, cooking, maintaining house-
hold accounts and laundry work. The instruction
is correlated with other subjects, especially arith-
metic and natural science.
Physical Education. Physical training is com-
pulsory for all boys and girls. Exemption for a
period not exceeding six months may be given
on the production of a medical certificate, and
even then it generally means not exemption from
physical instruction completely, but only from